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SUBJECT: Trip to 


25X1A6a 


The three phase terminals on the 

g«mw th. ‘S tCh 

were strapped to make the system compatible 
with the three-phase city power. 

o) Humber 2/0 wire was used for the 200 
ft. pow run fromW* 

located in the third sub-basement , to one 
C ommunl cations Room. 

4 The antenna system consisted of sn^ATS -^ ^^VRA-6 , 
one 4-element transmitting dipole, and one 3-element 
receive dipole. 

5. The leased line was £??*■!>■ 25X1 A6a 

arv « nur* easeful clear text tests made with the 
£e M^SSf: oJSlin. KW-36 t..tm w. mad. on BB. 
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